A.  I definitely knew there was a problem.  I
definitely knew there was a serious problem with
the brakes *  There was no doubt about it.  We were
going to take the truck back to the shop and put it
on the line until they had it fixed.

Q,  But if it was actually an imminent danger coming
off that hill because you couldn't stop in 200 yards,
why didn't you stop the truck right there and walk down
the 90 yards to the shop and get people to go back and
fix it?

A.  Because it was not an imminent danger at that time.
It had defective safety.  We took it back to have it
corrected.

Q.  What made it an imminent danger?

A.  Because we never tried it on the hill there and when
it came down off of this small incline and the grade that
they had there were people there.  It totally surprised
me, it really did,

Q.  If it took 200 yards to stop it coming down the
first hill, I don't know why it would surprise you that
it took 90 yards to stop before it came down the second
hill.

A.  1 have no comment on that.

Q.  I think the answer was that an Imminent Order was
the only way you could take the truck out of service.
The truck was parked, initially when Mr. Gonzales
reported the brakes were bad and sat there for three
hours, then they went back and got in it and conducted the
test.  Isn't that true?

A.  Somewhat, yes.

THE COURT:  The inspector was first notified about
the faulty brakes when they first flagged Mr. Gonzales
down.  The inspector testified that Mr. Gonzales had some
problems slowing the truck down.  He went right by the
inspectors party. That indicated to him that the brakes
were bad.  The inspector said to Mr. Gonzales, "How come
you rolled past us? What's the problem? Have you got a
brake problem?" And he said, "Yes." The brakes on his
truck weren't that good. He told him to leave the truck
there.  That they had to go inspect the shop and do these
other things and then they would come back and get the
truck later.  The truck stood there for three hours,
approximately.  Then they came back and got in the truck
and went up and got the water and proceeding with all of
these other tests.  Is that true?
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